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ACTION HEW-06 

INFO OCT-OI EUR-I2 ISO-00 OES-05 EB-07 COME-00 /031 W 

075702 

R0909I9ZMAY 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 9208 

UNCLAS PARIS 11693 

E.O. 11652: N/A 

TAGS: ETRD, EIND, TBIO, FR 

SUBJECT: FDA ADVISORY - INADEQUATELY LABELED AND 
DEFECTIVE MEDICAL DEVICES 

REE: STATE 10075 1 

1. AS REQUESTED REETEL, POST CONTACTED MR. FELDSEBER, 
MARKET MANAGER, BELL AND HOWELL, FRANCE, REGARDING 
DEFECTIVE MEDICAL DEVICES. 

2. MR. FELDSEBER INFORMED US THAT BELL AND HOWELL, 
PASADENA, CALIFORNIA, HAD ALERTED HIM IN JANUARY L975 
CONCERNING THESE DEFECTIVE PRECISION PHYSIOLOGICAL 
PRESSURE TRANSDUCERS. 

3. ALL DEVICES HAVE BEEN RECALLED. 

RUSH 
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